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2,601,450 
GUTTING IMPLEMENT HOLDEI 
Hrr.O'Neill, Grden City, N. Y. 
Application Suly 31, 1950, Serial No. 176,791 
2:C]tims. (CI. 30--332) 
This invention pertains to a. cutting imple- 
ment holder, and more particularly-to a holder 
ïor a cutting implement, such as a single edge 
razor blade. 
Devices o£ the class set £orth herein for hold- 5 
ing a cutting implement, such as a razor, blade, 
bave usually been of a type that were small, 
in regards fo the size of the cutting implement, 
and the means provided for holding saine were 
not conducive to comfort and handling while 10 
operating the device, and further usually pro- 
vided means which afforded an unnatural hold 
ïor operating the cutting implement. 
One of the objects and advantages of the in- 
vention is fo provide  cutting implement holder 15 
which ïundamentally eliminates the undesirable 
qualities set £orth above wherein an implement 
holder has a substantially complete form-fitting 
recess ïor a single edge cutting implement, which 
recess bas similar cross sectional contours .0 
ïormed in two complemental portions of the 
holder. 
A further advantage of the invention is the 
provision o£ an implement holder.formed of two 
substantially similar- halves of moulded or 25 
pressed material with the cutting implement 
cesses îormed therein, the exterior cross sec- 
tional outline of the device providing a shaped 
body which is suiïiciently wide af the top fo 
provide a good hand bearing thereon ad with 30 
the two portions thereof being tapered-inwardly 
until they merge into opposing sides of the cut- 
ring implement or single cutting edge blade. 
A ïurther object of the invention is fo provide 
a cutting implement holder of the class set-forth 35 
formed of two substantially similar sections with 
aligning features formed as part thereof fo facil- 
itate assembling the parts with the cutting im- 
plement, and with a pivotal member for ade- 
quately securing the parts together after the 40 
cutting implement bas been disposed therein. 
Further and other objects of the invention 
may be and may become apparent from a pe- 
rusal of the present disclosure. It is fo be under- 
stood that certain changes, variations, and modi- 45 
fications may be made therein without depart- 
ing from the spirit of the appended claires. 
In the drawings: 
Fig. î.is a perspective view of the cutting im- 
plement holder having a cutting blade properly 50 
inserted therein. 
Fig. 2 is an inside view of one hall the im- 
plement holder. 
Fig. 3 is an inside view of the opposing hall 
of the implement holder. 55 
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Fig. 4 is an exploded sectional view taken sub- 
stantially along lines 4--4 of Fig. 6. 
Fig. 5 is an assembled sectional view taken 
substaztially along lines 4--4 of Fig. 6. 
Fig. 6 is a side view, partially shown, of the 
invention presented in Fig. 1. 
Referring fo the drawings, there is shown the 
cutting implement holder 20 having two sides 
or side portions 2 ! and 22, which are substantial- 
ly identical, the differences of which will be later 
explained in detail. 
The two sides 2! and 22 each bave an elon- 
gated recess 23 and 24, respectively, which are 
identical, to receive the stiffener channel 25, 
which is secured fo the blade 2, in a conven- 
tional manner. 
The length, height, and depth of the recesses 
2 and 24 are such that when the cutting im- 
plement 2, which consists of the stiffener 
channel 25 and the blade 2, is inserted therein 
when the device is assembled, will hold the 
cutting implement in substantially a fied rela- 
tion fo the holder 20. Recesses 28 ad 29, 
formed in the opposing sides 2! and 22, are 
substantially the saine length as the blade 2, 
and are of a depth which is substantially one 
hall the thickness of the blade 2. 
An adjustment lug 30 bas a body portion 3! 
which is slightly smaller in diameter than the 
diameter of the apertures 32 so that the body 
! of the lug may be inserted through said aper- 
tures 32. A head 33 formed on one end of the 
adjustment lug bas a slot 4 therein fo receive 
a tool, such as a screw driver, for the purpose 
of turning the lug. A pair of protuberances  
which are identical with each other are disposed 
on opposing sides of the body of the lug af the 
end opposite the head 33. The dimensions of 
the protuberances 3S are somewhat smaller than 
the slots 3 formed on opposing sides of the 
apertures 32 in each of the sides 2! and 22 of 
the holder 20. 
Each of the sides 2! and 22 have additiona! 
central apertures SI and 38, the latter aperture 
38 terminating in inclined surfaces or shoulders 
39 formed on opposing sides of the slots .3, while 
the aperture 3 terminates in the shoulder 40 
of the aperture 32, which shoulder surface is 
normal fo the axis of the aperture 32. 
The underneath surface of the head 33 will 
engage the shoulder 0, when the lug  is in- 
serted in the apertures 32 when the sides 2! and 
22 are properly brought together for asembly. 
The protuberances 3§, airer completely pass- 
ing through the slots 3, wfll then ,be slightly 
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What is cahned as new and desired fo be 
cured by Letters Patent of the Unted States is: 
1. A cutting implement holder for a blade hav- 
ing a stiffening channel, consisting of two sub- 
5 stantially similar side portions, each side por- 
tion having a pair of intercormected elongated 
recesses formed therein and adapted to receive 
substantially one hall the thickness of the stif- 
fening channel and blade portion of a cutting 
10 implement with the sers of recesses in each side 
being aligned with one another, each side por- 
tion having formed therein an aperture with a 
pair of communicating slots disposed on oppos- 
ing sides of each of said aRertures, a pair of 
]5 shoulders formed contiguous with each of said 
apertures and with each shoulder being contig- 
uous with each pair of communicating slots, one 
pair of said shoulders having inclined surfaces 
on opposing sides of said communicating slots, 
20 and adjustment meanshaving portions for en- 
gaging said inclined surfaces of one pair of said 
shoulders to drav together and secure said side 
portions upon rotation of said adjustment mears. 
2. A cuttng implement holder for a blade hav- 
ing a stiffening chann,, el, consisting of two sub- 
stantially similar side portions, one side portion 
having a pair of interconnecting elongated re- 
cesses formed therein and adapted fo receive 
substantially the thickness of the stiffening chan- 
nel and blade portion of a cutting implement, each 
side portion having formed therein an aperture 
with a pair, of communi.cating slots disposed on 
opposing sides of each of said apertures a pair of 
shoulders ïormed contiguous with each of said 
ertures and with each shoulder being contiguous 
with each pair of communicating slots, one pair of 
said shoulders having inclined surfaces on oppos- 
ing sides of said communicating slots, and adjust- 
ment means having portions for engaging said 
shoulders to secure together incïeasingly said side 
portions upon rotation of said adjustment means. 
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beyond the low edges of the shoulder $9 ai the 
poin t of emergence of the protuberances through 
thei,r respective slots. The inclined surfaces or 
shoulders 39 are really two inclined half shoul- 
tiers formed intermediate the slots 36 so that 
at the point where the. protuberances 36 emerge, 
after the lug bas been inserted, the protuber- 
ances wfll be at the low point of each hall the 
inclined surfaces 39. 
Upon rotation of the lug 39, in the proper di- 
rection, the protuberances wfll engage the 
clined surfaces of the shoulder 39, and as the 
lug is continued fo be rotated the protuberances 
will ride up the incline of the shoulder 39 and 
draw both side portions 2! and 22, tightly, to- 
gether. 
The exploded view in Fig. 4 shows the in- 
clined surface or shoulder 39 which is actually 
one half of the shoulder about the aperture 32, 
while the other half of the shoulder would be 
identical with that shown in Fig. 4. 
A p]urality of arcuate ribs  ! are formed from 
the top èdge 2, where both halves join, and 
continue downwardly for approximately, or 
nearly, hall of the exterior surface of the side 
portions 2 and 22, as shown. These ribs or ser- 
rations provide a non-slipping surface which wi]l 
be engaged by the hand of the user of the 
vice. 
An e]liptical, symmetrical recess 3 is formed 
on either side on the exterior surface of side 
portions 2 and 22, so that the thumb and fin- 
ger rnay grip saine fo hold the device securely in 
the hand fo prevent s]ipping thereof when in 
use. 
The lower edges 4 of the side portions 
and 2 are tapered inwardly and merge with the 
blade 2 substantially midway between the cut- 
ring edge of the blade and the lower portion 
the stiffener channel 26 as shown in the cross 
sectional view of Fig. 5,. 
Aligning means are provided in the invention 
wheïein a protuberance  is formed on one of 
the inner surîaces of one of the side portions, 
while a complemental recess  is formed on 
the inner surface of the other side portion 
the device. 
In assembling the invention the protuberance 
 and recess  will fit together aïter the cut- 
tng implement 2 is properly placed within the 
holder. Thereafter, insertion of the lug and 
rotation thereof will tighten the sides and 
curely hold them together in an aligned position. 
From the foregoing if wfll .bi sein that the 
objectives and advantages of the invention set 
forth above will be accomplished. 
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